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U.S. Department of Homeland Security 
U. S. Citizenship and Immigration Services 
Newark District Office 
970 Broad Street 
Newark, NJ 07102 



U.S. Citizenship 
and Immigration 
Services 



Notice of Rejection 

Dear Suhas A. Khamgaonkar: 

Thank you for your request for deferred action. U.S. Citizenship and Immigration Services (USCIS) 
field offices no longer accept deferred action requests, except those made according to the U.S. 
Department of Homeland Security (DHS) policies for certain military members, veterans, enlistees, 
and their families. As such, your request for deferred action has been rejected. 

If you require additional assistance, forms or filing instructions, we invite you to visit our website at 
www.uscis.gov or contact the USCIS Contact Center at 1-800-375-5283. 

Sincerely, 

District Director 
NSO 
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